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two-step process in which a board of experts recommends guidelines and provides scientific commentary on available inference options and then the government adopts final guidelines based in part on the boardfs recommendations*
The Board and Its Role
The recommended guidelines should be developed by a congressionally chartered board of experts who are independent of regulatory policy-making. We describe this boardf its placement*, and other functions that it can serve in Recommendation 10.  In general terms* the board should be permanent, should represent professional excellence on a national scaler and should have facility with issues that have policy ramifications. We see advantages in locating the board outside the government.
The board1s role is mainly scientific*  It should define the components of risk assessment and describe the scientific basis for each* When it finds general scientific agreement on the proper inference option for a component, it should designate that option in a recommended guideline* When the board finds no general scientific agreement on the available inference options, it should recommend against the use of options that are scientifically unsupportable and comment on the relative strength of the scientific support for the options that remain.*
Agency Adoption
The Committee envisions that the second step in the establishment of guidelines will be in the hands of the
*Some members of the Committee believe that the board should also be encouraged in such cases to recommend the option that it judges to have the most scientific support^ as long as the board clearly indicates that such choices are based on members1 informed scientific judgment* not on general agreement in the scientific community* Other Committee members believe that such recommendations would imply scientific certainty where none exists and thus would result in scientists1 improperly recommending policy on the basis of their subjective judgments*